The Voluntary Water Efficiency Labelling Scheme (WELS) on Flow Controllers (Category 2) 
Register (as at 31.3.2022) 


Registration Company Company's Telephone / Brand Model Country of Symbolic Water Nominal Merited Date of Issue 
Number Website Origin Presentation | Efficiency| Flow Rate Function 
on the Water] Grade |(litre/minute) 
Efficiency 
Label. | (1/2/3/4) 


2F 21-0003 |Grohe Hong Kong Limited 2806 0611 GROHE 412883040 Germany 1 8.1 Constant flow | 12.11.2021 
www.grohe.com operation 
2F 21-0002 |Grohe Hong Kong Limited 2806 0611 GROHE 65509040 Germany 1 Constant flow | 19.7.2021 

www.grohe.com 
2F 21-0001 |Grohe Hong Kong Limited 2806 0611 GROHE 405390040 Germany 1 
www.grohe.com 
2F 20-0001 |Grohe Hong Kong Limited 2806 0611 GROHE 409374040 Germany 1 
www.grohe.com 
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operation 
Constant flow | 25.1.2021 

operation 
8.8 Constant flow 4.3.2020 

operation 
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2F 18-0006 [Glory Top Building Materials Ltd [3583 8333 VADO | FR-SHOWER/ UK 
www.glorytop.com.hk 6-C/P i 
2F 18-0005 |Wealth Fancy Limited 2516 7851 AMFAG 1735252 j aa 
2F 18-0004 |Wealth Fancy Limited 2516 7851 AMFAG 1735452 
2 2613 2016 AMFAG RB11 Italy 
www.dreyer.com.hk 3 ' 
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& 7 E n 





F 18-0003 |Dreyer & Co. Ltd. 
F 18-0002 |Dreyer & Co. Ltd. 2613 2016 AMFAG RB8 Italy j 
www.dreyer.com.hk | 
2F 18-0001 |Dreyer & Co. Ltd. 2613 2016 AMFAG RBS Italy j 
www.dreyer.com.hk | 
2F 17-0009 |Wealth Fancy Limited 2516 7851 AMFAG 1730335 66 
Q { 
2F 17-0008 |Wealth Fancy Limited 2516 7851 AMFAG 1730306 ô l 
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Constant flow | 31.5.2018 
operation 
Constant flow | 31.5.2018 
operation 
13.11.2017 
Constant flow | 13.11.2017 
operation 
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The Voluntary Water Efficiency Labelling Scheme (WELS) on Flow Controllers (Category 2) 
Register (as at 31.3.2022) 


Registration Company Company's Telephone / Brand Model Country of Symbolic Water Nominal Merited Date of Issue 
Number Website Origin Presentation | Efficiency| Flow Rate Function 
on the Water] Grade |(litre/minute) 
Efficiency 
(1/2/3/4) 


— 
o 
6.3 Constant flow | 28.7.2017 
start. operation 
8.3 Constant flow | 28.7.2017 
. start. operation 
2F 17-0003 |NEOPERL Far East Ltd 2214 9888 NEOPERL | 58.8347.10000 | Germany 1 8.2 Constant flow | 28.7.2017 
www.neoperl.net/en/start.html ô operation 
5.1 



























Constant flow | 24.3.2017 
operation 
Constant flow | 24.3.2017 
operation 
Constant flow | 15.8.2016 
operation 
Constant flow | 29.6.2016 
operation 
Constant flow | 4.12.2015 
operation 
2F 15-0004 |NEOPERL Far East Ltd. 2214 9888 NEOPERL 58.8635.1 UK å 1 Constant flow | 4.12.2015 
www.neoperl.net/en/start.html ð operation 
2F 15-0003 |Brighten Building Materials Ltd. |2880 0331 T-save 90-001013 Denmark ô 1 Constant flow | 25.2.2015 
i operation 
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The Voluntary Water Efficiency Labelling Scheme (WELS) on Flow Controllers (Category 2) 
Register (as at 31.3.2022) 


Registration Company Company's Telephone / Brand Model Country of Symbolic Water Nominal Merited Date of Issue 
Number Website Origin Presentation | Efficiency| Flow Rate Function 
on the Water] Grade |(litre/minute) 
Efficiency 
Label | (1/2/3/4) 





2F 15-0002 |Brighten Building Materials Ltd. |2880 0331 T-save 90-001005 Denmark 1 Constant flow | 25.2.2015 
operation 

2F 15-0001 [Brighten Building Materials Ltd. |2880 0331 90-012352 pre fp Constant flow | 25.2.2015 
( A 
h operation 


